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Message Text 


CONFIDENTIAL 
PAGE 01 STATE 081688 
73 

ORIGIN SY-07 

INEO OCT-OI AE-05 ISO-00 /013R 

DRAETED BY A/SY/T: JEPERDEW:JB 
APPROVED BY A/SY/T: DGEISCHER, CHIEF 

017632 

R 222222Z APR 74 
PM SECSTATE WASHDC 
TO AMEMBASSY NAIROBI 
INEO AMEMBASSY PRETORIA 
AMEMBASSY ADDIS ABABA 

CONPIDENTIAL STATE 081688 

E.O. 1I652:GDS 
TAGS:ASEC 

SUBJECT:BELT INSTALLATION, AMERICAN EMBASSY NAIROBI 
REF: STATE 080247 

NAIROBI POR RSO AND TSO, PRETORIA POR TSO OFPICE, ADDIS 
ABABA POR RSS 

1. TWO BEL SYSTEMS SHIPPED TO NAIROBI THIS DATE, 
REGISTRATION NUMBERS 1963751 - 753 AND 1963757-764. 

2. EQUIPMENT CABINETS NOT AVAILABLE AT THIS TIME. LACK 
OP CABINET WILL NOT APPECT INSTALLATION OR OPERATION OP 
SYSTEM. SUGGEST SEABEES CAN BUILD A SMALL ENCLOSURE TO 
HIDE SYSTEM UNTIL CABINETS CAN BE PORWARDED. 

3. TSO SHOULD SAVE EXTRA BELT MATERIAL POR DAR ES SALAAM 
INSTALLATION. THAT INSTALLATION WILL BE SUBJECT OP 
SEPTEL. KISSINGER 


CONPIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE081688 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JFPERDEW:JB 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D740094-0652 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740424/aaaaausy.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: STATE 080247 
Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 AUG 2002 by shawdg>; APPROVED <10 FEB 2003 by GolinoFR> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ELT INSTALLATION, AMERICAN EMBASSY NAIROBI 
TAGS: ASEC 
To: NAIROBI 
Type: TE 
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